ASD 

Quality Control 

*ASD/PJP/CBS are backups for Monthly QC. 

*PJP signs off as the Technical Supervisor. 

Balances: All chemists 
UV/VIS Spec: DXF 
IR Spec: DXF 

GC/MS Daily QC Check/ Injection Check/ Column Check: All MS operators 

Reagent Preparation Book: see reagent responsibility list 

Sample Audits: CBS or Senior Staff 

GC/MS Standard Log: DJR/ASD/PJP 

Marijuana Blank Test: Any chemist 

Temperature Log: ASD/MGL (CBS & NEM as backup) 

GC Weekly Injection/Column Check: DJR 
GC Maintenance Books: D JR/P JP/CBS/ASD 
GC/MS Maintenance Books: MS operators 
IR Maintenance Books: DXF 
UV/VIS Maintenance Books: DXF 
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